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INSTRUCTIONS 
FOR USING 



COMPOSITE PARTS LIST 


1. CHECK UNIT NAMEPLATE FOR CORRECT 
MODEL NUMBER. 


2. LOCATE MODEL IN MODEL INDEX SECTION. 


3. SEE MODEL DATA SECTION FOR SPECIAL 
PARTS. 


4. SELECT STANDARD PARTS FROM APPROPRIATE 
SECTION. 
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TYPICAL 

ILLUSTRATIONS 

PARTS ILLUSTRATED ARE TYPICAL OF THE 
1C SERIES UNITS BUT DO NOT NECESSARILY 

REFER TO ANY SPECIFIC MODEL. THIS 

f 

SECTION IS A REFERENCE AS TO THE NOUN 
USED TO DESCRIBE PARTS LISTED IN THE 
ENGINE, GENERATOR, CONTROL AND 
ACCESSORY SECTIONS. FOR PART NUMBERS 
FOR ANY GIVEN UNIT CHECK THE DESCRIPT¬ 
ION IN THE APPROPRIATE SECTION. 



CRANKCASE, OIL BASE AND GEAR COVER GROUP 
FOR PART NUMBERS REFER TO ENGINE SECTION 


1. Seal, Gear Cover Oil 

2. Cover Assembly, Gear 

3. Gasket, Gear Cover 

4. . Crankcase 

5. Cap, Breather Tube 

6. Tube, Crankcase Breather 
7* Pin, Dowel 


8. Plug, Camshaft Rear Hubbard 

9. Gasket, Oil Base 

10. Base, Oil 

11. Cushion, Rubber Mounting-Upper 

12. Cushion, Rubber Mounting-Lower 

13. Drain Assembly, Oil 

14. Plate, Air Baffle 









ILLUSTRATIONS 


1C SERIES 



VALVE .GROUP. ■% 
REFER TO ENGINE SECTION FOR PART 
NUMBERS hr 1 2 3 4 5 6 7 -’"'”’ 


1„ Tappet 

2. Bustling, Tappet 

3. Screw & Nut, Tappet 

4. Washer, Spring Retaining 

5. Spring 

6. Pin, Lock 

7. Insert, Exhaust Valve Seat 

8. Valve, Exhaust 

9. Valve, Intake 




[PISTON AND CONNECTING 
ROD GROUP 

(REFER TO ENGINE SECTION; 
FOR PART NUMBERS 


CAMSHAFT GROUP: 

REFER TO ENGINE SECTION FOR PART 
NUMBERS 


1. Gear (16 Ball) 

2. Washer, Spacer 

3. Bearing, Front 

4. Camshaft 

5. Bearing, Rear 

6. Gear (8 Ball) 


1. Ring, Piston Pin Lock 

2. Pin, Piston 

3. Ring Set, Piston 

4. Piston 

5. Screw, Rod Cap 

6. Washer, Rod Screw Flat; 

7. Rod, Connecting 














1C SERIES 



ILLUSTRATIONS 


CYLINDER GROUP 
REFER TO ENGINE SECTION 
FOR PART NUMBERS 



GOVERNOR GROUP 
REFER TO ENGINE SECTION 
FOR PART NUMBERS 


1. "Washer, Head Nut Flat 

2. Head 

3. Gasket, Head 

4. Stud, Head 

5. Block 

6. Shield, Intake Manifold Heat 

7. Gasket, Valve Cover Plate 

8. Cover, Valve 

9. Gasket, Cylinder Base 


1. Link, Arm to Carburetor 

2. Spring, Arm Link 

3. Arm 

4. Spring, Regulating 

5. Stud, Spring Adjusting 

6. Nut, Spring Stud 

7. Paddle 

8. Spacer, Cup Screw 

9. Screw, Cup Retaining 

10. Cup 

11. Ball, Fly 
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ILLUSTRATIONS __JLC SERIES 



CRANKSHAFT AND FLYWHEEL GROUP 
REFER TO ENGINE SECTION FOR PART NUMBERS 


1. Screw, Flywheel Mounting 

2. Washer, Flywheel Screw Flat 

3. Sheave, Rope 

4. Flywheel, Magneto 

5. Nut, Crankshaft Gear 

6. Gear, Crankshaft 

7. Bearing, Crankshaft Front 


8. Plate, Bearing 

9. Crankshaft 

10, Bearing, Crankshaft Rear 

11. Seal, Crankshaft Rear 

12, Rope, Manual Starting 

13. Nut, Crankshaft Gear 

( Obsolete ) 



REFER TO ENGINE SECTION FOR PART NUMBERS 


1. Cover, Trough 

2. Trough 

3. Gasket 

4. Ball, Inlet Check 

5. Chamber, Inlet 

6. Plunger 


7. Spring, Plunger 

8. Follower, Cam 

9. Rod, Push 

10. Shaft, Follower 

11. Spring, Follower 






1C SERIES 


ILLUSTRATIONS 



FUEL SYSTEM GROUP 

REFER TO ENGINE SECTION FOR PART NUMBERS 


1. Cap, fuel Tank 
2> Tank 

3. Gasket,. Carburetor Mounting 

4. Nut, Carburetor to Manifold 

5. Carburetor 

6. Elbow, Compression 

7. Nut, Compression 


8. Sleeve, Compression 

9. Line, Fuel 

10. Line, Fuel 

11* Cock, Shut-Off • 

12. Base, Task Mounting 

13. Tank, Separate Fuel 

14. Tank, Wall Mounted 

(Obsolete) 



MUFFLER GROUP 

REFER TO ENGINE SECTION FOR PART NUMBERS 


1. Muffler 

2. Tube, Flexible Exhaust 

3. Muffler, Oval 





ILLUSTRATIONS 


1C SERIES 


AIR CLEANER AND CHOKE’ 
GROUP: 

refer to engine section 1 

FOR PART NUMBERS' 



CARBURETOR GROUP 
REFER TO ACCESSORY SECTION 
FOR PART NUMBERS 


1. Rod, Automatic Choke 

2. Element, Automatic Choke 

3. Spring, Automatic Choke 

4. Elbow, Automatic Choke 

5. Disc, Automatic Choke 

6. Gasket, Adapter to Choke Body 

7. Adapter, Air Cleaner 

8. Cleaner, Air 

9. Bracket, Element 

10. Clip, Choke Rod 

11. Choke, Manual 

12. Adapter,Air Cleaner 

(Choke Body Elbow) 

13. Bracket, Air Cleaner 


1. Screw, Bowl to Body 

2. Washer, Lock 

3. Body, Throttle 

4. Shaft & Lever, Throttle 

5. Valve & Seat, Fuel 

6. Plate, Throttle 

7. Washer, Lock 

8. Screw, Choke Plate 

9. Gasket, Bowl to Body 

10. Float 

11. Needle, Adjusting 

12. Nut, Packing 

13. Washer, Packing 

14. Bowl, Fuel 

15. Spring, Return 

16. Shaft & Lever, Choke 

17. Plug 

18. Plate, Choke 





ONAN MAGNETO BACKPLATE 7. Handle, Carrying 
ASSEMBLY " 8. Grip 

REFER TO ACCESSORY_SECT!ON 
FOR PART NUMBERS: 


1. Lead, Primary 

2. Backplate 

3. Lead, Spark Plug 

4. Condenser 

5. Strap, Condenser to Point 

6. Spring, Breaker Arm 

7. Point Set, Ignition 

8. Clamp, Lead 

9. Stud, Breaker Arm 

10. Bracket, Breaker Point 

11. Poleshoe 

12. Coil 

13. Shield, Spark Plug 

(Engine Section) i 

14. Plug, Spark 

(Engine Section) 



ANTI-FLICKER GROUP 
REFER TO ENGINE SECTION FOR PART 
NUMBERS 


1. Point Set 

2. Condenser 

3. Plunger, Point 

4. Tube, Plunger 

5. Cover 

6. Cover W/ Stop Button 







ILLUSTRATIONS 















1©SERIES | ILLGSTRAf IONS 



1, Frame Assembly V i ' 13. Spring, EfC:- 

2, Armature 14. Condenser 

3, Big Assembly, /Brush IS. Resistor 

4; Stud, Armature Thru 16. Screw, find Sell Mounting 

5. Bell, find 11. Shroud, Blower 

6. Washer, Generator Frame Clamp 18, Blower 

. 1, Coil Assembly, Field .j 19. Band, find Bell 

8. Poleshoe 20. Clip, Bearing Stop 

9. Brush, DC 21. Bearing, Armature 

10. Clip, Brush & Spring Retainer 22. Stud, Generator Mounting 

(Inner Ring) i 

11. Clip, Brush & Spring Retainer 23. Gasket, Bearing Cover 

(Outer Ring) 

12. Brush & Spring, AC 24. Cover, Bearing 















ILLUSTHATIONS 
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1C SERIES 


1. Box, Control 

2. Block, Terminal Insulating 

3. Resistor 

4. Switch, Start-Stop. 

5. Relay, Start . \ 

6. Relay, Charge ; 

7. Condenser 

8. Switch, Charge Rate Toggle 

9. Post, Negative Terminal 

10. Post, Positive Terminal 

11. Base, Box Mounting* : 

12. Cover, Outlet Box 


13. Receptacle 

14. Box & Bracket, Outlet 

15. Switch, Remote Start-Stop 

16. Ammeter 

17. Switch, Start 

18. Terminal, Start Switch 

19. Post Assembly, Terminal Insulated 

20. Post Assembly, Terminal Grounded 

21. Box, Outlet 

22. Coil, Radio Choke 

23. Bracket, Condenser Mounting 

24. Bracket, Control Box 



14 MODEL INDEX SECTION 

1C SERIES 

CONTAINS THE FOLLOWING- 

Index for 1C Series Models 

ALL DIAGONAL LINES </) AND DASHES (-) APPEARING IN THE 
MODEL DESIGNATION MUST BE IGNORED IN THIS INDEX SECTION, 

(Typical Model 358-6 with dash removed: 3586) 

Explanation of listing Sequence: 

Models are listed in alphabetical order 
Whenever the alphabetical order is disturbed 
by the appearance of a number, the number 
shall become the prime factor (numerically). 

When the numbers have been exhausted by 
the appearance of a letter the same alphabet¬ 
ical sequence will again result until the next 
number is apparent. 

Follow the steps, in table, in proper 

order. 





MODEL (RrM SECTION 
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1C SERIES 


PLANT MODEL 

plant 

' SERIES 

REFER TO? 
MODEL DATA 
PAGE NO, 

PLANT MODEL 

PLANT 

SERIES 

REFER to! .4 
MODEL DATA 
PAGE NO, 

C.0M-ic 1 

ie 

22 

63M 

1C 

30 

COM-l.C-1 

1C 

22 

63S „ 

1C 

30 

Mf2SAL. • 

1C 

. 22 

63S-1 

1C 

31 

M4.8SAL-4 

1C 

22 

63S-2 

1C 

31 

M58SAL-4 

1C 

22 

63SA 

1C 

31 

M62SAL 

ic 

22 

63SAL ,. 

ic 

• 31 —; " 

M63SAL 

1C 

23 

63SAL-10 

1C 

31 

M6.6SAL 

1C 

23 

63SAL-11 

1C 

31 

03MPG-1R/A 

1C 

23 

63SAL-13 

1C 

32 

05MPG-206E/B 

1C 

23 

63SAL-18 

1C 

32 

06MPG-212E/B 

1C 

23 

63SAL-19 

1C 

32 

06MP.G-224E/B 

ie 

24 

64AS 

1C 

32 

0SMPG-232E/B 

1C 

24 

64S • 

1C , 

32 

6AL-ALFCO 

1C 

24 

64S-1 

ie 

- 32 

42M 

1C 

24 

64SAL 

1C 

33 

42M-2 

1C 

24 

64SAL-2-. • 

1C 

33 

42S 

1C 

25 

64SAL-10 

1C 

33 

48S 

1C 

25 

64SAL-13 

1C 

33 

48S*^2 . 

1C 

25 

64SAL-18 

1C 

33 

48S-3 

1C 

25 

64SAL-19 

1C 

33 

48S-4 

1C 

25 

86S. ■ 

1C 

34 . 

48S-5 

1C 

25 

66S-2 

1C 

34 

48S-6 

1C 

26 

66SAL . 

1C 

34 

48S-7 

1C 

26 

66SAL-10 

1C 

34 

48S-8 

1C 

26 

66SAL-13 

1C 

34 

48SAL-1 

1C 

26 

66SAL-18 

1C 

34 

48SAL-3 

1C 

26 

66SAL-19 

1C 

35 

48SAL-4 

1C 

26 

66SX 

1C 

35 

54M-1 

1C 

27 

68 

1C 

35 

58M 

1C 

27 

68AL 

1C 

35 

58S 

1C 

27 

68AL-2 

1C 

35 

58S-2 

1C 

27 

68AL-10 

1C 

35 

58S-3 

1C 

27 

68AL-11 

1C 

36 

t8S-4 

1C 

27 

68AL-12 

1C 

36 

58S-5 

1C j 

27 

68AL-13 

1C 

36 

58S-24 

1C 

28 

68AL-14 

ic 

36 

58S-97 

1C 

28 

68AL-1S 

1C 

36 

58SA 

1C • 

28 

68AL-20 

1C 

36 

58SAL-4 

1C 

28 

358 ‘ *, 

1C 

36 

62S 

1C 

28 

358AL 

1C 

37 

62S-1 

1C 

28 

358AL-1 

1C 

37 

62S-2 

1C 

29 

358AL-S 

1C 

37 

62Sr3 

1C 

29 

358AL-5 

1C 

37 

62SAL ;r. 

1C 

26 

358AL~6 

1C 

37 

62SAL-10 

ie : 

29 

358AL-7 

1C 

37 

62SAL-11 

• ■ ic 

29 

358AL ? 9,! 

'Mr 

ic 

37 

62SAL-13 

1C 

29 

358AL-10 

1C 

38 

62SAL-18 

1C 

30 

358AB-13 

1C 

38 

62SAL-18 

1C 

30 

358AL.L20 

1C 

38 

62SAL-20 

1C 

30 

358ARS 

1C 

38 









MODEL DATA SECTION 

1C SERIES 

: ■ ; . • ■' • ; 

CONTAINS THE FOLLOWING - 

DATA FOR 1C SERIES MODELS 

PARTS LISTED UNDER EACH MODEL IN THIS SECTION, 
HEADED ENGINE, CONTROL, GENERATOR, ETC., ARE 
SPECIAL PARTS FOR THIS MODEL ONLY AND SHOULLD 
BE USED IN LIEU OF STANDARD PARTS, OTHER PARTS 
ARE STANDARD AND SHOULD BE SELECTED FROM THE 
APPROPRIATE ENGINE, CONTROL 
SECTIONS. 


OR GENERATOR 




18 

COM-1C 

Engine 
Column - 


MODEL DATA SECTION 

1C SERIES 

INDUSTRIAL ENGINE W/2-1/2" POWER TAKE OFF SHAFT 


-M 


8957 

8110 


Manual Choke 
Blower Housing 


8916A Carrying Handle 

415A22 Fuel Line 


COM-1C-1 INDUSTRIAL ENGINE W/MTB, FUEL TANK 

♦141B324 


Engine 

Column---M 

140A2 Air Cleaner 
153A18 Manual Choke 


Carburetor (Use 8916A Carrying Handle 

•Carb. #141B3S4) 149A110 Fuel Line 

80S8A Cylinder Block 8089 Intake Manifold 

8400B Flywheel (Separate) 

75044 Shaft & Thru Bolt 8156A Fuel Tank 


M42SAL 

Generator 
Data # 5110 

Control 

W«D. 81054 


M4BSAL-4 

Generator 
Data 4 5067 

Control 

W.D. 81052 
8694 Box 


M58SAL-4 

Generator 
Data #5070 


Control 

W.D. 


« « « 

400W, t 24-3QV., DC ELECTRIC, MARINE BATTERY CHARGER 

145A42 

-E 

145A5 


Engine 
Column - 


Flame Arrester 
(Air Cleaner) 
Flame Arrester 
Drip Pan 


• • *♦ 

400W,, 12-15V., DC ELECTRIC, MARINE BATTERY CHARGER 

145A42 

-E 

145A5 


Engine 
Column - 


Flame Arrester 
(Air Cleaner) 
Flame Arrester 
Drip Pan 


• • • 

500W„, 32-40V., DC ELECTRIC, MARINE BATTERY CHARGER 

145A42 

—E 

145A5 


Engine 

Column- 


81001 


Flame Arrester 
(Air Cleaner) 
Flame Arrester 
Drip Pan 


M62SAL 


600W. 


12-15V,, DC ELECTRIC, MARINE BATTERY CHARGER 
W/MTD. TANK & CARRYING HANDLE 


Generator^ 

Data #5069 

Engine. 

11 rvi . 


8916A 

1 A A A 11A 

Carrying Handle 

Fuel Line 

153A18 

Manual Choke 

145A42 


Flame Arrester 

Control 

♦141B324 

Carburetor (Use 


(Air Cleaner) 

W.D. 81013 


*Carb. #141B334) 

145A5 

Flame Arrester 


8088A 

Cylinder Block 

8089 

Drip Pan 

Intake Manifold (Sep) 


* See Accessory Section for Parts. 




MODEL DATA SECTION 

1C SERIES 19 

M63SAL 600W., 32-40V;., DC ELECTRIC, MARINE BATTERY CHARGER 

W/MTD. TANK & CARRYING HANDLE 


Generator 

Engine 


149A110 

Fuel Line 

Data #5071 

Column- 

—,—.—E 

145A42 

Flame Arrester 


153A18 

Manual Choke 


{Air Cleaner) 

Control 

•141B324 

Carburetor (Use 

145A5 

Flame Arrester 

W.D. B1007 

' i ’ " ■ 

♦Carb. #1416334) 


Drip Pan • ; 


! 8088A 

Cylinder Block 

8089 

Intake Manifold (Sep) 

•- .... 

8916A 

Carrying Handle 



■■ 

* 

* * 



M66SAL 

500V., 6-8V,, DC ELECTRIC, MARINE BATTERY CHARGER 


! W./MTD. 

i 

& 

o 

§5 

1 

G 


Generator 

Engine 


149A110 

Fuel Line 

Data #5066 

Column— 

-E 

145A42 

Flame Arrester 


153A18 

Manual Choke 


(Air Cleaner) 

Control 

•141B324 

Carburetor (Use 

145A5 

Flame Arrester 

W.D. 81014 


•Carb. #141B334) 


Drip Pan 


8088A 

Cylinder Block 

8089 

Intake Manifold (Sep) 


8916A 

Carrying Handle 




* 

® 0 



03MPG-1R/A 

350W., 115V.;, 60 CYCLE, A.C. REMOTE, MARINE MODEL 

Generator 

Engine 


145A42 

Flame Arrester 

Data #5005A 

Column— 

--R 


(Air Cleaner) 



No Fuel Line 

145A5 

Flame Arrester 

Control 


No Fuel Tank 


Drip Pan 

W.D, 80045 



8916A 

Carrying Handle 


• 

<3 9 



05MPG-206E/B 

500W., 6.8V., DC ELECTRIC, MARINE BATTERY CHARGER 


. W/MTD. 

TANK & CARRYING HANDLE 


Generator 

Engine 


145A42 

Flame Arrester 

Data #5066 

Columns 

--- £ 


(Air Cleaner) 


149A110 

Fuel line 

145A5 

Flame Arrester 

Control 

8156A 

Fuel Tank 


Drip Pan 

W.D, 81014 



8916A 

Carrying Handle 



* * 



06MPG-212E/B 

600W., 12-15V., DC ELECTRIC, MARINE BATTERY CHARGER 


W/MTD. 

FUEL TANK & CARRYING HANDLE 

Generator 

Engine 


145A42 

Flame Arrester 

Data #5069 

Column- 

-.—-E 


(Air Cleaner) 


149 A110 

Fuel Line 

X45A5 

Flame Arrester 

Control 

8916A 

Carrying Handle 


Drip Pan 

W.D. 91018 



8156 A 

Fuel Tank 

* See Accessory Section for Parts, 


■ - - 






MODEL DATA SECTION 

20 1C SERIES 

06MPG-224E/B 600W., 24-28V., DC ELECTRIC, MARINE BATTERY CHARGER 

-- W/Mm FUEL TANK & CARRYING HANDLE 


Generator 

Data #5116 

Engine 

Column— 

-E . 

145A42 

Flame Arrester 
(Air Cleaner) 


149A110 

Fuel Line 

145A5 

Flame Arrester 

Control 

8 916 A 

Carrying Handle 


Drip Pan 

W.D. 81016 


Assembly 

8156A 

Fuel Tank 


• • • 

06MPG-232E/B 600W., 32-40V., DC ELECTRIC, MARINE BATTERY CHARGER 

W/MTD, TANK & CARRYING HANDLE 


Generator 

Engine 


145A5 

Flame Arrester 

Data #5071 

Column— 

. E 


Drip Pan 


149A110 

Fuel Line 

8156A 

Fuel Tank 

Control 

145A42 

Flame Arrester 

8816A 

Carrying Handle 

W.D. 81007 


(Air Cleaner) 


Assembly 


• 

* * 



6AL-ALFCO 

650W., 115V., DC MANUAL, W/QUICK RELEASE BASE 


Generator 

Engine 


8089 

Intake Manifold (Sep) 

Data #5055 

Column— 

--M 

149A110 

Fuel Lane 


140A2 

Air Cleaner 

8156 A 

Fuel Tank 

Control 

8984 

Manual Choke 

8916A 

Carrying Handle 

W.D, 80039 

M41B324 

Carburetor (Use 

8980 

Mounting Base 



*Carb. #141B334) 

8981 

Mtg. Base Clamp 


8088A* 

Cylinder Block 

8982 

Mtg. Base Clamp 


8922 

Canvas Cover 


Swivel Bolt 


1754 

Mtg. Base Hand 

8983 

Mtg. Base Clamp 



Wheel 


Swivel Bolt Pivot 


* 

• * 

8400B 

Flywheel 

42M 

300W., 28V., DC MANUAL, BATTERY CHARGER W/RADTO SUPPRESSION 

Generator 

Engine 


8114 

Muffler 

323D 

Column- 

—--M 

8835 

Muffler Bracket 


1303 

Air Cleaner 

8844B 

Walertite Box Assy. 

Control 

149A110 

Fuel Line 


(Obsolete) 

W.D. 80044 

8837 

Breather Vent 

8834B 

Fuel Tank W/Drain . 

8843 Meter Box 8838 

Breather Tube 

8847 

Walertite Base Cover 


• 

* • 

8832 

Walertite Box Base 

42M-2 

300W., 28V., DC MANUAL,BATTERY CHARGER W/RADIO SUPPRESSION 

Generator 

Engine 


8834B 

Fuel TaiikW/Drain 

Data #323D 

Column- 

--M 

8832B 

Engine Base for 


1303 

Air Cleaner 


Walertite Box 

Control 

8166 

Fuel Line 

8113 

Carb. Shield 

W.D. 80044 

8837 

Breather Vent 

8106 

Air Cleaner Brkt, 

8843 Meter Box 8838 

Breather Tube 

8835 

Muffler Bracket 

8843B Meter Box Panel 8114 

Muffler 

8112 

Drip Shield 


8835 

Muffler Brkt. 

8107 

Air Cleaner Adapter 

* 

6844E 

Walertite Box Assy. 

8111 

Blower Rain Shield 


140A21 

Air Cleaner 

8108 . 

Oil Drain Clamp 



Adapter Bracket 

140A96 

Air Cleaner Gasket 




8111B 

Bl. Rain Shield Gskt. 


See Accessory Section for Parts. 



MODEL DATA SECTION 

1C SERIES 21 

30V., DC ELECTRIC, BATTERY CHARGER 

Control Engine 

W, D. 81054 Column-—E 

• ♦ • 


48S 400W. r 14V., DC ELECTRIC, BATTERY CHARGER W/MTD. TANK 


Generator 

8707A 

Control Box 

149A110 Fuel Line 

Data # 5067 




Control 

W.D. 81052 

Engine 

nlll 

E 


• 

• • 




42S 400W,, 24- 

Generator 
Data #5110 


48S-2 400W., 12-15V., DC ELECTRIC, BATTERY CHARGER W/MTD. TANK 


Generator 

Data #5067 

Engine 
Column— 

E 

416-26 

8993 


1303 

Air Cleaner 

8107 

Control 

8991 

Base Assy. 


W.D. 81052 

8156 A 

Fuel Tank 

140A21 

8694 Box 

8995 

Battery Clamp 



8951 

Air Cleaner Adapter 

140A96 


Battery Cable (2) 
Cord Bracket 
Air Cleaner Adaptex 
Tube 

Air Cleaner Adaptei 
Bracket 

Air Cleaner Gasket 


48S-3 

Generator 
Data #5067 

Control 

W.D. 81052 


» • 9 

400W., 12-15V., DC ELECTRIC, BATTERY CHARGER W/MTD. TANK 


gine 


8995 

Battery Clamp 

Column— 

——E 

8994 

Canvas Cover 

1303 

Air Cleaner 

8951 

Air Cleaner Adaptei 


No Battery 

140A21 

Air Cleaner Adapt. I 


No Cord 

140A96 

Air Cleaner GsM. 

8991 

Base Assembly 

8107 

Air Cleaner Adapter 

8993 

Cord Bracket 


Tube 

149A110 

Fuel Line 

8156A 

Fuel Tank 


48S-4 

Generator 
Data #5067 


400W., 12-15V., DC ELECTRIC, BATTERY CHARGER 


Control 

W.D. 81052 
8694 Box 


Engine 

Column- 


48S-5 


Generator 
Data #5067 

Control 

W.D. 81052 
8694 Box 


400W*, 12-15V*, DC ELECTRIC, BATTERY CHARGER 
W/MTD. TANK & CARRYING HANDLE 


Engine 

Column. ..-E 

8916A Carrying Handle 

Assembly 


149A110 Fuel Line 
8156A Fuei Tank 



MODEL DATA SECTION 

22 1C SERIES 

48S-6 400W. , 13-16V., DC ELECTRIC, BATTERY CHARGER 

-- W/MTD. TANK & CARRYING HANDLE 


Generator 

Data #337D 

52QA250 Armature Thru 
Control Stud 

W.D. 81009 


Engine 

C olumn-E 

149A110 Fuel line 
8156A Fuel Tank 


8916A Carrying Handle 

8100A Oil Base Assy. 

Use Base Assy. 
#8100BA plus Air 
Baffle Plate #8099 


48S-7 400W., 16V., DC ELECTRIC, BATTERY CHARGER 

REFER TO FACTORY ALONG WITH MODEL AND SERIAL NUMBER OF UNIT, 


48S-8 


400W., 12.5V. 


DC ELECTRIC, BATTERY CHARGER W/MTD. TANK, 
CARRYING HANDLE & RADIO SUPPRESSION 


Generator 
Data #43 9D 
8253C Blower Shroud 
. 520A250 Armature Thru 
Stud 


Control 

W.D. 8101 SB 

Engine 

Column—- 


1303 

14SA110 

8156A 

8916A 


Air Cleaner 
Fuel Line 
Fuel Tank 
Carrying Handle 


48SAL-1 


400W., 12-15V,, DC ELECTRIC,BATTERY CHARGER 


Generator 
Data #486 


Control 

W.D. 81052 
8694 Box 


Engine 

Column- 


48SAL-3 


400W., 11-18V,, DC ELECTRIC. BATTERY CHARGER 
W/MTD. TANK & OIL BATH AIR CLEANER 


Generator 

Engine 


8156 A 

Fuel Tank 

Data #5067 

Column— 

E 

8991 

Base Assembly 


140B88 

Air Cleaner 

8993 

Cord Bracket 

Control 

14 9 A110 

Fuel Line 

8995 

Battery Clamp 

W.D. 81052 

155B143 

Muffler 

8994 

Canvas Cover 


416A31 

Battery Cable(30-1/2")416A32 

Battery Cable(33-1/2 M ) 


48SAL-4 


400W,, 12-15V., DC ELECTRIC, BATTERY CHARGER 


Generator 
Bata #5067 


Control 

W.D. 81052 
8694 Box 


Engine 

Column- 



MODEL DATA SECTION 

: 1C SERIES 23 


S4M4 500W., 28V P ,:PC MANUAL BATTERY CHARGER 


Generator 
Data #487 . 

Control. 

W.D. 80061 


Engine 

Column- ™ -M 

■ 1303 Air Cleaner ' 

8103A Blower Housing 

8114 Exhaust Muffler 

8835 Muffler Brkt. 


8834B Fuel Tank 

8111 Blower Rain Shield 

8U1B BL Rain Shield Gskt, 

8109 Bi. Rain Shield Spring 

8113 Carburetor Shield 

8112 Drip Shield 


♦ 


58M 500W., '32V., DC MANUAL, BATTERY CHARGER 

-- W/MTD. TANK & CARRYING HANDLE 


Generator 

R.T.F. 

Control 

W.D. 81000 


58S 

Generator 
Data #5070 


Engine 149A110 Fuel Line 

. Column— -M .... . , ■ . 

8916A Carrying Handle 


• » • 

500W., 32-4GY., DC ELECTRIC, BATTERY CHARGER W/MTD. TANK 

. . Control . Engine 

W.D. 81057 s Column--E 

149A110 Fuel Line 

* * • 


58S-2 500W., 32-4GV,, DC ELECTRIC, BATTERY CHARGER 

W/DOLLY & MTD.. FUEL TANK 


Generator 
Data #5070 

Control 

W.D. 81057 


Engine 

C olumn-E 

8156 A Fuel Tank 

8985 . Dolly Base 

and Axle 


8986 Dolly Handle 

R. T. F. Other Dolly Parts 

149A110 Fuel Line 


* 


58S-3 5Q0W.32-40V., DC ELECTRIC, BATTERY CHARGER 

Generator Control Engine 

Data #5070 W.D. 81001 Column—-■£ 


... * • • 

58S-4. 500W., 32-40V., DC ELECTRIC, BATTERY CHARGER, 

' W/CARRYING HANDLE 

Generator Control Engine 

Data #5070 W.D. 81001 Column——-E 

8916A Carrying Handle Assy 

# * • 


58S-5 500W., 32-40V., DC ELECTRIC, BATTERY CHARGER 

" ' .. . W/MTD. TANK & CARRYING HANDLE 


Generator Control 

Data #5070 W.D. 81001 

R.T.F. * Refer to Factory along with Model and Serial No. of Unit. 


Engine 
Column- 
8916A 
149AU0 
8156 A 


-E 

Fuel Line 
Fuel Tank 



MODEL DATA SECTION 

24 1C SERIES 


58S-24 


50OW., 24V., DC MANUAL BATTERY CHARGER 
W/MTD. TANK & CARRYING HANDLE 


Generator 
R. T* F. 


Control 
R. T. F. 


Engine 

Column--M 

8156A Fuel Tank 

8916A Carrying Handle 


58S-97 

Generator 
Data #5070 


600W., 32-40V., DC ELECTRIC, BATTERY CHARGER 


Control 

W.D. 81001 


Engine 

Colunm- 


-E 


58SA 

Generator 
Date #5070 


• • • 

500W., 32-4GV., DC ELECTRIC, BATTERY CHARGER W/MTD. TANK 

Engine 

Column—-E 


Control 

R.T.F. 


149A110 Fuel Line 

• : • V'! ;i • • • » 

58SAL-4 500W., 32-40V., DC ELECTRIC, BATTERY CHARGER 


Generator 

Control 


Engine 

Data #5070 

W.D. 81001 


Colimujr- 


• • 

• 



62S 600W., 12-15V., DC ELECTRIC, BATTERY CHARGER 


* —— 

W/MTD. TANK & CARRYING HANDLE 


Generator 

Engine 


♦141B324 

Carburetor (Use 

Data #5069 

Column— 

E 


*Carb, #141B334) 


140A2 

Air Cleaner 

8916A 

Carrying Handle 

Control 

153A18 

Manual Choke 

149A110 

Fuel Line 

W.D. 81010 

8088A 

Cylinder Block 

8089 

Intake Manifold (Sep.) 


• • • 


82S-1 

600W., 12-15V., DC ELECTRIC, BATTERY CHARGER 



W/MTD. TANK & CARRYING HANDLE 


Generator 

Engine 


8088A 

Cylinder Block 

Data #5069 

Column— 

-E 

8916A 

Carrying Handle 


140A2 

Air Cleaner 

149A110 

Fuel Line 

Control 

153A18 

Manual Choke 

8089 

Intake Manifold (Sep) 

W.D. 81003 

♦141B324 

Carburetor (Use 

8156A 

Fuel Tank 



*Carb. #141B334) 

8404 

Rope Sheave & Pulley 


79405 

Battery 




* See Accessory Section lor Parts. 

R.T. F.® Refer to Factory along with Model and Serial No. of Unit. 



62S-2 


MODEL DATA SECTION 

1C SERIES 

0QOW., X2-15V., PC electric, battery charger 
W/MTP, FUEL TANK & CARRYING HANDLE 


25 


Generator 
Data #5069 

Control 

W,D. 81013 
8695D Control Cabinet 
and Brace 
8692 Box 


Engine 

Column— 

140A2 

153A18 

*141B324 

8088A 


Air Cleaner 
Manual Choke 
Carburetor (Use 
*Carb #141B334) 
Cylinder Block 


89X6A 

149AU0 

8089 

8156 A 


Carrying Handle 
Fuel Line 
Intake Manifold 
(Separate) 

Fuel Tank 


628-3 


6GGW.> 12-15V., DC ELECTRIC, BATTERY CHARGER 
W/MTD. TANK & CARRYING HANDLE AND RADIO SUPPRESSION 


Generator 
Data #5069 

Control 

W.D, 81010 


Engine *1413324 

Column——E 

140A2 Air Cleaner 8916A 

153A18 Manual Choke 149A110 

8088A Cylinder Block 8089 

R.T.F. Radio Suppression 8X56A 


Carburetor (Use 
*Carb. #141B334) 
Carrying Handle 
Fuel Line 

Intake Manifold (Sep.) 
Fuel Tank 


62SAL ■ 


600W., 12-T5V., DC ELECTRIC, BATTERY CHARGER 


Generator 
Data #5069 

Control 

W.D. 81013 


Engine 

Column--—E 

140A2 Air Cleaner 

153A10 Manual Choke 


*1413324 Carburetor (Use 

*Carb. #1413334) 

8088A Cylinder Block 

8089 Intake Manifold (SepO 


62SAL-10 600W., 12-15V,, DC ELECTRIC,BATTERY CHARGER 


Generator 

Control 


Engine 


Data #5069 

W.D. 81013 


Column—— 

..]K 


• a 

a 




82SAL-11 

Generator 
Data #5069 

62SAL-13 

Generator 
Data #5069 


600W., !2 r 15V., DC ELECTRIC,UNGROUNDED BATTERY CHARGER 


Control 

"W.D. 605A11 


Engine 

Column—E 


* ♦ • * 

600W., 12-10V., DC ELECTRIC,BATTERY CHARGER 
W/OIL BATH AIR CLEANER 

Control Engine 

W ,D, 81013 » 


Air (leaner 


* See Accessory Section for Parts 

R.T. F,* Refer to Factory along With Model and Serial No. of Unit . 



MODEL DATA SECTION 

26 1C SERIES 


62SAL-18 600W., 12-15V., DC ELECTRIC , BATTERY CHARGER 

W/OIL BATH AIR CLEANER, MTD. TANK & CARRYING HANDLE 


Generator 

Engine 

149A110 

Fuel Line 

Data #5069 

W 

1 

o 

P 

8156A 

Fuel Tank 

1 *£•**”'" ■■■ v 

Control 

W.D. -8IQ13. 

140B88 Air Cleaner 

• • ’ 

8916A 

Carrying Handle 
Assembly 

62SAL-19 

600W., 12-15V., DC eleCtric,battery charger 
W/MTD. TANK AND CARRYING HANDLE 


Generator 

Data #5069 x/i 

Engine 

Column E 

149A110 

8156A 

Fuel Line 

Fuel Tank 

Control 

W.D. 81013:; 

. • • 

8916A 

Carrying Handle 
Assembly 


62SAL-20 600W., 12-15V., DC ELECTRIC.BATTERY CHARGER W/OIL BATH 

' AIR CLEANER, MTD. FUEL TANK, CARRYING HANDLE & GUARD FRAME 


Generator 
Data #5069 

Control 

W.D. 81013 


Engine 

Column-E 

149A110 Fuel Line 

140B88 Air Cleaner 


8156A Fuel Tank 

8916A Carrying Handle 

Assembly 

403C41 Guard Frame 


63M 


800W., 32V., DC MANUAL,BATTERY CHARGER 
W/MTD. TANK & CARRYING HANDLE 


Generator 
Data #320 

Control 

W.D. 80041B 
8729 Control Cabinet 
8710 Cab. Mtg, Base 
323-109 Receptacle (2) 


Engine 149A110 

Column-M 8089 

I40A2 Air Cleaner 

153A18 Manual Choke 

♦141B324 Carburetor (Use 8916A 

♦Carb. #141B334) 

8088A Cylinder Block 


Fuel Line 
Intake Manifold 
(Separate) 

Carrying Handle 


• • ♦ 


63S 


600W., 32-4GV., DC ELECTRIC,BATTERY CHARGER 
W/MTD. TANK & CARRYING HANDLE 


Generator 
Data #5071 

Control 

W.D. 81007 


Engine *141B324 Carburetor (Use 

Column-E *Carb. #141B334) 

140A2 Air Cleaner 8916A Carrying Handle 

153A18 Manual Choke 149A110 Fuel Line 

8088A Cylinder Block 8089 Intake Manifold (Sep.) 


* See Accessory Section for Parts . 


■.a*****' 



MODEL DATA SECTION 

1 1C SERIES 2*7 

63S-1 600W,, 32-40V,, DC ELECTRIC, BATTERY CHARGEE 

W/MTD. TANK & CARRYING HANDLE 


Generator 

Engine 


*1418324 

Carburetor (Use 

Data #5071 

Column- 

——he • 


*Carb, #1418334) 


140A2 

Air Cleaner 

8916A 

Carrying Handle 

Control 

153A18 

Manual Choke 

149A110 

Fuel Line 

W.D, 81007 

8088A 

Cylinder Block 

8089 

Intake Manifold (Sep,) 


- i 416-25 

Battery Cables (2) 

8156A 

Fuel Tank 


• 

0 0 



63S-2 

600W., 32-40V., DC ELECTRIC.BATTERY CHARGER 



W/MTD. TANK AND CARRYING HANDLE 



Generator 

Engine 


*141B324 

Carburetor (Use 

Data #5071 

Column- 

---E 


*Carb. #1418334) 


140A2 

Air Cleaner 

8916A 

Carrying Handle 

Control 

i 153A18 

Manual Choke 

149A110 

Fuel Line 

W,D, 81007 

8088A 

Cylinder Block 

8089 

Intake Manifold (Sep.) 




8156 A 

Fuel Tank 


0 

« 0 



63SA 

600W-., 32-4QV., DC ELECTRIC.BATTERY CHARGER 



W/AUTOMATIC CONTROL 



Generator 

Engine 


*1418324 

Carburetor (Use 

Data #5071 

Column- 

—--E 


*Carb. #141B334) 


140A2 

Air Cleaner 

149A110 

Fuel Line ' . 

Control 

153A55 

Electric Choke 

8089 

Intake Manifold (Sep,) 

B.T.F. 

8088A 

Cylinder Block 




• 

0 0 



63SAL 

600W., 32-40V.. DC ELECTRIC,BATTERY CHARGER 



W/MTD. TANK & CARRYING HANDLE 



Generator 

Engine 


*141B324 

Carburetor (Use 

Data #5071 

Colmnn- 

-_E 


*Carb. #141B334) 


140A2 

Air Cleaner 

8916A 

Carrying Handle 

Control 

153A18 

Manual Choke 

149A110 

Fuel Line 

W.D. 81007 

8086A 

Cylinder Block 

8089 

Intake Manifold (Sep) 


0 

0 0 



63SAL-1Q 

600W., 82-40V., DC ELECTRIC,BATTERY CHARGER 


Generator 

Control 


Engine 


Data #5071 

i W.D, 81007 

Column— 

-—E 



« 0 



63SAL-U 

600W., 32-40V.DC ELECTRIC,UNGROUNDED BATTERY CHARGER 

Generator 

Control 


Engine 


Data #5071 

W.D. 605A12 

Column— 

-—-C 


* See Accessory Section for Parts, 

R. T, F, s Refer to Factory along with Model and Serial No, of Unit, 



MODEL DATA SECTION 

28 1C SERIES 


83SAL-13 

600W., 32-40V., DC ELECTRIC,BATTERY CHARGER 



W/OIL BATH AIR CLEANER 



Generator 

Control 

Engine 


Data #5071 

W.D, 81007 

Column- 

--E 



140B88 

Air Cleaner 


• *> • 



63SAL-18 

600W., 32-40V., DC ELECTRIC,BATTERY CHARGER W/OIL BATH 

AIR CLEANE&MTD. FUEL TANK AND CARRYING HANDLE 


Generator 

Engine - 

149A110 

Fuel line 

Data #5071 


8156A 

Fuel Tank 


14QB88 Air Cleaner 

8916A 

Carrying Handle 

Control 



Assembly 

W.D. 81007 





• * 4 



63SAL-19 

«00W., 32-40V., DC ELECTRIC,BATTERY CHARGER 



W/MTD. FUEL TANK & CARRYING HANDLE 


Generator 

Engine 

8156A 

Fuel Tank 

Data #5071 

* Column-E 

89I6A 

Carrying Handle 


149A110 Fuel Line 


Assembly 

Control 




W.D. 81007 





• • • 



64A S 

6Q0W., 28V., DC ELECTRICBATTERY CHARGER 



W/MTD. TANK & CARRYING HANDLE 



Generator 

Engine 

♦141B324 

Carburetor (Use 

Data #349A 

Column--—E 


♦Carb, #141B334) 


140A2 Air Cleaner 

8918A 

Carrying Handle 

Control 

153A18 Manual Choke 

149 A110 

Fuel line 

W.D. 81006B 

8088A Cylinder Block 

8089 

Intake Manifold 




(Separate) 


• • ' « 



64S 

600W., 24-28V., DC ELECTRIC,BATTERY CHARGER 



W/MTD. TANK AND CARRYING HANDLE 



Generator 

Engine 

8088A 

Cylinder Block 

Data #34@A 

Column---E 

8916A 

Carrying Handle 


140A2 Air Cleaner 

149A110 

Fuel Line 

Control 

153A18 Manual Choke 

8089 

Intake Manifold 

W.D, 81006B 

*141B324 Carburetor (Use 


(Separate) , 


*Carb. #141B334) 




• • * 



64S-1 

600W., 24-28V,, DC ELECTRIC,BATTERY CHARGER 



W/MTD. TANK, CARRYING HANDLE & RADIO SUPPRESSION 


Generator 

Engine 

8088A 

Cylinder Block 

Data #349A 

Column--E 

8918A 

Carrying Handle 


140A2 Air Cleaner 

149A110 

Fuel Line 

Control 

153A18 Manual Choke 

8089 

Intake Manifold 

W.D. 81011 

*141B324 Carburetor (Use 


(Separate) 


*Carb. #141B334) 

8156A 

Fuel Tank 



R. T.F. 

Radio Suppression 

* See Accessory Section for Parts. 



R.T.F. Refer to Factory along with Model and Serial No. of Unit. 





•29 


MODEL DATA SECTION 

1C SERIES 


64SAL 60GW., 24-28V,, DC ELECTRIC, BATTERY CHARGER 

W/MTD. TANK AND CARRYING HANDLE 


Generator 

Data #349A 

' Engine 

Column^ 

-E 

8088A 

8916A 

Cylinder Block 
Carrying Handle 

Control 

140A2 

Air Cleaner 

149A110 

Fuel Line 

153A18 

Manual Choke 

8089 

Intake Manifold (j 

W.D. 81006B 

j ♦141B324 

& 

Carburetor (Use 
♦Carb. #141B334) 

» a 



64SAL-2 600W., 24-28V., -DC ELECTRIC,BATTERY CHARGER 

W/MTD. TANK AND CARRYING HANDLE 


Generator 

Data #349A 

: Engine 

Column— 

—— 

8088A 

149AU0 

Cylinder Block 

Fuel Line 

Control 

140A2 

Air Cleaner 

8089 

Intake Manifold (Sep) 

153A18 

Manual Choke 

8916A 

Carrying Handle 

W.D. 81016 

' *141B324 

• 

Carburetor (Use 
*Carb. #141B334) 

• « 

8156 A 

Fuel Tank 


64SAL-10 600W., 24-28V., DC ELECTRIC,BATTERY CHARGER 

Generator 5 Control Engine 

■ Data #5116 W,D. 81016 Colum n .,„s 


64SAL-13 


Generator 
Data #5116 


600W 4 , 24-28V., DC ELECTRIC,BATTERY CHARGER 
W/OIL BATH AIR CLEANER 


Control 

W4V 81016 


Engine , 
Column- 


—E 

140R88 Air Cleaner 


64SAE-18 600W,, 24-28V,, DC ELEC TRIG, BATTERY CHARGER 

W/OIL BATH AIR CLEANER,MTD. FUEL TANK & CARRYING HANDLE 


Generator 
Data #5116 

Control 

W,D« 81016 


Engine 

Column- 

140B88 


A|r Cleaner 


148A110 

8156 A 

8916A 


Fuel Une 
Fuel Tank 
Carrying Randle 


64SAL-19 


Generator 
Data #5116 

Control 

W,D, 81016 


600W., 24-28V,, DC ELECTRIC,BATTERY CHARGER 
W/MTD. FUEL TANK & CARRYING HANDLE 


Engine 

Column- 


HE 


149A110 Fuel Line 


8156A 

8916A 


Fuel Tank 
Carrying Handle 
Assembly 


* See Accessory Section forParts, 










30 

66S 


Generator 
Data #5066 

Control 

W.D. 81014 


66S-2 


Generator 
Data #5066 

Control 

W.D. 81004 


MODEL DATA SECTION 

1C SERIES 

500W., 6-8V., DC ELECTRIC,BATTERY CHARGER 
W/MTD. TANK AND CARRYING HANDLE 


, Engine 

Column— 

l4pA2 

153A18 

*141B324 

8U5B 


Air Cleaner . 
Manual Choke 
Carburetor (Use 
*Carb. #141B334) 
Cylinder Air Hsg. 


500W,, 6-8V., DC ELECTRIC, BATTERY CHARGER 
W/MTD. TANK AND HAND CONTROL 


Engine 
Column— 
140A2 
153A18 
*141B324 


-E 


Air Cleaner 
Manual Choke 
Carburetor (Use 
*Carb. #141B334) 


808 8A 

8156A 

149A110 

8089 

R.T.F. 




8088A 

8916A 

149A110 

8089 

8985 
19813 

8986 


Cylinder Block 
Carrying Handle 
Fuel Line 

Intake Manifold (Sep.).. 

Dolly Base & Axle 
Dolly Wheels 
Dolly Handle 


Cylinder Block 
Fuel Tank 
Fuel Line 

Intake Manifold (Sep.) 
Hand Control 


66SAL 


Generator 
Data #5066 

Control 

W.D. 81014 


500W. , 6-8V., DC ELECTRIC,BATTERY CHARGER 
W/MTD. TANK & CARRYING HANDLE 


Engine 

Column- 

140A2 

153A18 

8088A 

8986 

19813 


Air Cleaner 
Manual Choke 
Cylinder Block 
Dolly Handle 
Dolly Wheels 


*141B324 

8916A 

149A110 

8089 

8985 


Carburetor (Use 
*Carb. #141B334) 
Carrying Handle 
Fuel Line 

Intake Manifold (Sep.) 
Dolly Base & Axle 


66SAL-10 

Generator 
Data #5066 


500W., 6-8V., DC ELECTRIC,BATTERY CHARGER 


Control 

W.D. 81014 


Engine 

Columii- 


• • • 

66SAL-13 500W., 6-8V., DC ELECTRIC,BATTERY CHARGER 

W/OIL BATH AIR CLEANER 

Generator 
Data #5066 


J36SAL-18 500W., 6-8V., DC ELECTRIC,BATTERY CHARGER 

W/OIL BATH AIR CLEANER, MTD. FUEL TANK & CARRYING HANDLE 
Generator Control Engine 

Data : #5066 W.D. 81014 Column——E 

140B88 Air Cleaner 

149A110 Fuel Line 

8156A Fuel Tank 

m ® ee Accessory Section for Parts. 8916A Carrying Handle 

R. T. F-s Refer to Factory along with Model and Serial No. of Unit. 


Control 

W.D. 81014 


Engine 

Column— 

140B88 


Air Cleaner 



MODEL DATA SECTION 

1C SERIES 31 


66SAL-19 

Generator 
Data #5068 

Control 

*, W.D* 81014 


500W., 6.8V., DC ELECTRIC, BATTERY CHARGER 
W/MTD. FUEL TANK & CARRYING HANDLE 


Engine 8156 A 

Column-E 8916A 


149A110 Fuel Line 


• • • 


Fuel Tank 
Carrying Handle 
Assembly 


i 


66SX 


500W,, 6-8V., DC ELECTRIC,BATTERY CHARGER 
W/MTD. TANK AND CARRYING HANDLE 


Ik 


i 




Generator 

Engine 


*1413324 

Carburetor (Use 

Data #5066 

Column— 

-—E 


♦Garb. #141B334) 


140A2 

Air Cleaner 

8156A 

Fuel Tank 

Control 

153A18 

Manual Choke 

8916A 

Carrying Handle 

W.D, 81004 

8088A 

Cylinder Block 

8985 

Dolly Base & Axle 

8698 Box 

8089 

Intake Manifold 

8986 

Dolly Handle 



(Separate) 

19815 

Dolly Wheel 


• • * 


68 

600W., 115V., DC MANUAL 



Generator 

Engine 


♦141B324 

Carburetor (Use 

Data #5055 

Column— 

-M 


♦Carb. #141B334) 

, >; y< 

140A2 

Air Cleaner 

149A110 

Fuel Line 

Control 

153A18 

Manual Choke 

6089 

Intake Manifold (Sep, 

W.D. 80036 

8088A 

Cylinder Block 




3 01C 34 Recept, Box 
8710 Box Mtg. Base 


68AL 

600W., 

, 115V., DC MANUAL 



Generator 


i Engine 


8088A 

^ Cylinder Block • 

Data #5055 


Column- 

--M 

149A110 

Fuel Line 



140A2 

Air Cleaner 

8089 

Intake Manifold 

Control 


153A18 

Manual Choke 


(Separate) 

W.D. 80036 


♦141B324 

Carburetor (Use 



301C34* Recpt. 

Box 


♦Carb. #141B334) 



8710 Box Mtg. Base 







• 

• a 



68AL-2 

600W., 

115V., DC MANUAL 



Generator 


Engine 


♦141B324 

Carburetor (Use 

Data #5055 


Column— 

-M 


♦Carb. 4141B3: 



140A2 

Air Cleaner 

149A110 

Fuel Line 

Control 


153A18 

Manual Choke 

8089 

Intake Manifold 

W.D. 80053 


8088A 

Cylinder Block 


(Separate) 





8156 A 

Fuel Tank 



* 

9 9 



68AL-10 


600W., 115V., DC MANUAL 



Generator 


Control 


Engine 


Data #5055 


W.D. 80036 

Column— 

-M - ' ■ ' ' 



301B540 

Box 





330-16 

Cover 




* See Accessory Section for Parts. 


MODEL DATA SECTION 

32 1C SERIES 

68AL-11 600W,, 115V., DC MANUAL 

Generator 301C34 Box 149A11G Fuel Line 

Data #5055 8710 Box Mtg, Base 8156A Fuel Tank 

Control Engine 

W.D. 80036 Column_M 


# > 9 *' 

68AL-13 600W., 115V., DC MANUAL 


Generator 
Data #5055 


Control 


Engine 


W.D. 80053 


Column—• 

--M . 



149A110 

Fuel Line 



8156A 

Fuel Tank 

• * 

♦ • 




68AL-13 600W., 115V., DC MANUAL W/OIL BATH AIR C LEANER 


Generator 
Data 45055 


Control 

W.D. 80036 

301B540 Box 
33D-16 Cover 


Engine 

Column-^— -M 

14QB88 Air Cleaner 


68AL-14 


Generator 
Data #5055 


6QQW, , 115V., DC MANUAL W/VOLTMETER 


Control 


Engine 


W.D. 80063 


Column— 

.-M 



149A110 

Fuel Line 



8156 A 

Fuel Tank 

~9 9 

9 




68AL-15 , 600W., 115V., DC MANUAL W/SPECIAL RECEPTACLES 


Generator 
Data #5055 


Control 

W.D, 80065 

• « • 


Engine 

Column----M 

149A110 Fuel Line 
8156A Fuel Tank 


68AL-20 600W., 115V., DC MANUAL W/OIL BATH AIR CLEANER 

AND GUARD FRAME . 


Generator 
Data #5055 

Control 

W.D. 80036 


358 

Generator 
Data #5001A 


301B540 

Box 

149B88 

Air Cleaner 

330-16 

Cover 

8156A 

Fuel Tank 



. 149AU0 

Fuel Line 

Engine 

Column— 

-M 

403C41 

Guard Frame 


• - • • 

350W., 115V., 60 CYCLE,A C MANUAL 

Control Engine 

WvD. 80034 Colwn.. , .M 

149A110 Filer Line 


* See Accessory Section for Parte. 



358AL 

Generator 
Data #5001A 


MODEL DATA SECTION 

1C SERIES 

S50V t , 110V., 60 CYCLE,; AC MANUAL 

Control Engine 

W.D. 80Q34 Column - 

314A14 Radio Choke Coil 149A110 


33 


358AL-1 

Generator 
Data #5001A 

Control 

W.D, B0051 


350V. ? 115V., 60 CYCLE, A C MANUAL 


Engine 
Column— 
149A110 
8156A 


-M 


8923 


Fuel Line 
Fuel Tank 


Canvas Cover 


358AL-3 

Generator 
Data #5106A 


250W., 230V., 50 CYCLE, A C MANUAL 


Control 

W, D. 80057 
301B540 Box 
330-16 Cover 


Engine 

Column- 


-M 


35BAL-5 

Generator 
Data #5002A 


• * 9 

350W., 230V,, 60 CYCLE, A C MANUAL 


Control 

W.D, 80057 
301B540 Box 
330-16 Cover 


Column- 


-M 


35BAL-6 

Generator 
Data #5001A 


35QW,, 115V. , 60 CYCLE, A C MANUAL 

Control 

W.D. 80057 
301B540 Box 
330-16 Cover 


Engine 

Column- 


-M 


358AL-7 

Generator 
Data #5003A 


250W., 115V,, 50 CYCLE, AC MANUAL 


Control 

W.D, 80057 
301B540 Box 
330-16 Cover 


Engine 

Column-- 


-M 


358AL-9 

Generator 
Data #5001A 

Control 

W.D. 80054 


350W,, HOV., 60 CYCLE, A C MANUAL W/GUARD FRAME 


Engine 

Column- 


149A110 Fuel Line 


8156A 

8915 

8923 


Fuel Tank 
Guard Frame 
Canvas Cover 


See Accessory Section for Parts. 


MODEL DATA SECTION 


34 

1C SERIES 



358AL-10 

| 350W,, 115V., 60 CYCLE, 

t A C MANUAL 


Generator 

Bata #429B 

Control 

W.D. 80034 

« # 

Engine 
Column— 
149A110 
8834 

• 

Fuel Line 
Fuel Tank 

358AL-13 

350W., 115V., 60 CYCLE, A C 

MANUAL W/OIL BATH AIR CLEANER 

Generator 

Bata #5001A 

Control 

W.B. 80057 

Engine 
Column'—— 

M 


301B540 Box 
330-16 Cover 

140B88 

Air Cleaner 


358AL-20 350W., 115V., 60 CYCLE, A C MANUAL W/GUARD FRAME 

AND OIL BATH AIR CLEANER 


Generator 
Bata #5Q01A 


358ARS 

Generator 
Bata #5005A 


Control Engine 

W.B. 80057 Column—-- U 

301B540 Box 140B88 Air Cleaner 

330-16 Cover No Carrying Handle 

403C59 Guardi Frame 

® • * 

350W,, 115V,, 60 CYCLE, A C REMOTE 

Control Engine 

80045 Column——-——R 

* * * 


.3S8ARS-1 

Generator 
Bata #379B 

Control 

W.D. .80049 


3SOW,, 115V,, 60 CYCLE, A C REMOTE W/RADIO SUPPRESSION 


Engine 

Colinnn- 


-M 


8957 


Manual Choke 


8156 A 

R.T.F, 

8923 


Fuel Tank 
Radio Suppression 
Canvas Cover 


358ARS-2 


350W., 115V., 60 CYCLE, A C REMOTE W/RADIO SUPPRESSION 


Generator 
Bata #459E 
304-16 Resistor 


Control 

W.B, 80056 


Engine 

Column*™ 


-M 


8957 
8156 A 
R.T.F. 

149 A110 


Manual Choke 
Fuel Tank 
Radio Suppression 
Fuel line 


358AKS-S 

Generator 
Bata #5006A 


350W,, 220V., 60 CYCLE, A C REMOTE 

Control Engine 

W.D, 80045 


* See Accessory Section on Parts 

R.T.F. ^ Refer to Factory along With Model and Serial No. of Unit, 






MODEL DATA SECTION 

1C SERIES 35 


358-N1 350W., 115V., 60 CYCLE, A C MANUAL 


Generator 

Engine 


8827 

Box Eye Bolt 

Data #5001A 

C o lumn-~M 

8828 

Box Chain Cleat 

8104 End Bell 

1303 

Air Cleaner 

8829 

Box Cover Tie Rod 


8113 

Carburetor Shield 

8830 

Box Packing Ret* 

Control 

8111 

Blower Hsg. Rain 


Plate 

W.D. 80064 


Shield 

8831 

Box Base Gasket 


8112 

Drip Shield 

8832 

Engine Mig. Base 


8108 

Oil Drain Clamp 


for Watertlie Box 


8107 

Air Cleaner Tube 

8833 : 

Engine Base Cover 


8103 A 

Blower Hsg. 


for Watertite Box 


8114 

Exhaust Muffler 

8834 

Fuel Tank W/Vent 


8826 

Box Packing Ret. 

8835 

Muffler Brkt, 


8970 

Air Cleaner Brkt. 


for Watertite Box 


8951 

Air Cleaner 

6836 

Recept, Box for 



Adapter 


Watertite Box 


140A23 

Air Cleaner 

8837 

Breather Vent 



Adapter Brkt, 

8838 

Breather Tube 




8839 

Breather Vent Screw 




8840 

Mtg. Base Outlet Cap 




8841 

Air Cover 


* 

* » 



358RS 

350W., 115V., 

60 CYCLE, A C REMOTE 


Generator 

Control 


Engine 


Data #50Q5A 

W.D. 

80045 

Column-— 

-R ' 


• 

* « 



358RS-2 3 SOW. 

115V., 60 CYCLE, A C REMOTE W/RADIO SUPPRESSION 

Generator 

Engine 


R.T.F. 

Guard Frame 

Data # 459E 

Column--M 

8156A 

Fuel Tank 

304-16 Resistor 

8957 

Manual Choke 

149A11Q 

Fuel Line 


R.T.F 

. For Dolly Parts 

R.T.F. 

Radio Suppression 

Control 





W.D, 80056 






* 

« 9 



358RS-3 

250W., 230V., 

50 CYCLE, A C REMOTE 


Generator 

Control 


Engine 


Data #5107A 

W.D. 

80045 

Column— 

---R 




8400B 

Flywheel 


' » 

9 - .m 



358RS-4 

350W., 110W, 

60 CYCLE, A C REMOTE 


Generator 

Control 


Engine 


Data #5005A 

W.D. 

80040 

Column^- 

-—R 


• 

9 <* 



358RS-5 

3SOW., 220V., 

60 CYCLE, AC REMOTE 


Generator 

Control 


Engine 


Data #5006A 

W.D. 

80045 

Column— 

-R 

R. T. F. ^ Refer to Factory along with Model and Serial No. of Unit. 






36 f 

358RS-6 

Generator 
Data #379B 

358RSAL 

Generator 
Data #50054 

358RSAL-3 

... Generator, 

Data #5107A 

358RSAL-5 

Generator 
Data #50 06A 

358RSAL-7 .... . 

Generator . 
Data #50044 

358RSAL~13 

. Generator 

Data #50054 

358R3AL-19 

Generator 
Data #5Q05A 

Control 

W.D. 80045 

358R5Z 

Generator 
Data #5005A 


MODEL DATA SECTION 

1C SERIES 


350W. , 115V., 60 CYCLE, A C 

REMOTE 


Control 

Engine 


W.D, 60052 

Column— 

——-R 


8156 A 

Fuel Tank 


79402 

Batteries 


79421 

Electrolyte. 

• ■ • .. # ; 



350W., 115V., 60 CYCLE, A C 

REMOTE 


Control 

. Engine 


W.D. 80045 5 

Column— 

—- -R 

• 



250W. , 230V., 50 CYCLE, A C 

REMOTE 


Control 

Engine 


W.D. 80045 

Column.— 

-R 

-f « • 



35QW., 230V., 60 CYCLE, A C 

REMOTE 


Control 

Engine 


W.D. 80045 . 

Column— 

-—R 

• • 



: 350W,, .115V. , 50 CYCLE, A C 

REMOTE . 


Control 

Engine 


W.D. 80045 

Column— 

-b-R 

■■•5 9 * 9 




350W., 115V., 60 CYCLE, A C REMOTE W/OIL BATH 
AIR CLEANER 

, . ? . Control Engine 

W.D. 80045 Column-.—R 

140B89 Air Cleaner 

140B85 Air Cleaner Tube 

» • « 

350W., 115V,, 60 CYCLE, A C REMOTE W/MTD. FUEL TANK 
AND CARRYING HANDLE 

t Engine 8110 Blower Housing 

Column--R 8156A Fuel Tank 

149A110 Fuel Lines 8916A Carrying Handle 


,'***■ : \ . 

3SOW., 115V. j 60 CYCLE, A C> REMOTE 

Control Engine 

W.D. 80035 Column--—R 




MODEL DATA SECTION 

1 C SERIES 37 

mZ 3SOW. , 115V., 60 CYCLE, AC MANUAL W/MTD. TANK 


Generator 

Control 


Engine 


Data #5001A 

W.D, 80034 

Column— 

-M 




149A110 

Fuel line 


• 

* • 



360M-X 40QW. 

, AC., 50W., DC 

115V., 60 CYCLE, MANUAL 


Generator 

Engine 


8088A 

Cylinder Block 

Pata #353 

Column- 

■——M . 

149A110 

Fuel Line 


140A2 

Air Clever 

8089 

Intake Manifold 

Control 

153A18 

Manual Choke 


(Separate) 

W.P, 31012 

♦141BSJ24 

Carburetor (Use 





*Carb, #1418334) 

mu 

Carrying Handle 



• * 



640M 

600W., 115V., 400 CYCLE, A C MANUAL 


Generator 

Engine 


8088A 

Cylinder Block 

Data #325 

Colunonr- 

-M 

8175 

Cylinder Head 


140A2 

Air Cleaner 

149A110 

Fuel Line 

Control 

153A18 

Manual Choke 

8089 

intake Manifold 

W.D, 81008 

♦141B324 

Carburetor (Use 


(separate) 



*Carb. #141B334) 




9 

• ■ • 



641M 

6Q0W., 115V., 400 CYCLE, A C MANUAL 


Generator 

Engine 


8400B 

Flywheel 

Pata #445 

Column- 

....M 

8916A 

Carrying Handle 

23XC7 Eng. to Gen. 

140A2 

Air Cleaner 

149B110 

Fuel Line 

Adapter 

153A18 

Manual Choke 

8089 

Intake Manifold 


♦141B324 

Carburetor (Use 


(Separate) 

Control 


*Carb. #14lB324) 



W,J>. 8X008 

8088A 

Cylinder Block 

79402 

Battery 




R.T.F. 

Oil Pump Trough 


• 

• • 



68-3 

600W., 115V., DC MANUAL 



Generator 

Engine 


8088A 

Cylinder Block 

Data #5055 

Column- 

-M 

8916A 

Carrying Handle 


140A2 

Air Cleaner 

149 AX 10 

Fuel Line 

Control 

153A18 

Manual Choke 

8089 

Intake Manifold 

W.P. 80053 

♦141B324 

Carburetor (Use 


(Separate) 



♦Carb. 4141B334) 

8156A 

Fuel Tank 


« 

• • 



68-3 

600W., 115V., 

D C MANUAL 



Generator 

Control 


Engine 


Pata #5055 

W.D. 80036 

Column M 


301C34 

Receptacle Bos 

1303 

Air Cleaner 




X49A110 

Fuel Line 




nm 

Fuel Tank 


* See Accessory Section for Paris, 

R. T. F. = Refer to factory along with Model and Serial Mo. pf Unit, 




38 

6Mh - 

Generator 
Data #5055 


MODEL DATA SECTION 

1C SERIES 

600W., 115V,, DC MANUAL W/DOLLY 


Control 

w;p, 80063 
302-114 Voltmeter 


68-5 

Generator 
Data #5055 

Control 

W.D. 80065 


Engine 

Column- 

- - ■ 1 M . 

8088A 

149A110 

Cylinder Block 
Fuel Line' 

140A2 

Air Cleaner 

8089 

Intake Manifold 

153A18 

Manual Choke 


(Separate) 

♦141B324 

Carburetor (Use 

8985 

Dolly Base & Axle 


♦Card. 141B334) 

8986. 

Dolly Handle 

8156A 

Fuel Tank 

19813 

Dolly Wheels 

V., 115V., 

• • • 

DC MANUAL. 




) • " 


Engine 

ColUmn-^- 

140A2 

153A18 

♦141B324 

19813 


--M 

Air Cleaner 
Manual Choke 
Carburetor (Use 
>Carb. #141B334) 
Dolly Wheels 


8088A 

149A110 

8089 

8156A 

8985 

8986 


Cylinder Block 
Fuel Line 
Intake Manifold 
(Separate) 

Fuel Tank 
Dolly Base. & Axle 
Dolly Handle 


358-1 

Generator 
Data #5001A 


350W., 115V. , .60 CYCLE,. A. C MANUAL 


Control 

W.D. 80034 


Engine 

REFER TO FACTORY ALONG 
WITH MODEL AND SERIAL 
NO. OF UNIT. 


358-2 

Generator 
Data #5001A 


350W., 110V,, 60 CYCLE, A C MANUAL 
80038 


Control 

W,.D* 


Engine 

Column- 


149A110 
8156 A 


-M 


Fuel Line 
Fuel Tank 


358-3 

Generator 
. Data #317 


250W., 230V. , 50 CYCLE, A C MANUAL 

8156A 


Engine 

Column- 


-M 


Control 

W.D. 80034 

314A14 Radio Choke Coil 


149A110 Fuel Line 


Fuel Tank 
No Guard Frame 
No Carrying Handle 


358-4 


. ' ••• • . • 

350W., 115V., 60 CYCLE, A C MANUAL W/RADIO SUPPRESSION 


Generator Control.. ... 

Data #5001A W.D. 80046 

8784 Radio Filter 
Box Base . 

R. T. Fi Radio Suppression 
* See Accessory Section for Parts. 

R. T. F, = Refer to Factory along with Model and Serial No, of Unit. 


Engine 

Column---4~M 


149A110 

8156A 


Fuel Line 
Fuel Tank 



MODEL DATA SECTION 

1C SERIES 39 

358-5 3SOW., 230V., 60 CYCLE, A C MANUAL 


Generator 
Data # 402A 


Control 

W.D. 80034 


Engine 

C olumn—--M 

149A110 Fuel Line 
8156A Fuel Tank 




358-6 


350W., 115V,, 60 CYCLE, A C MANUAL 


Generator 
Data #5001A 


Control - 

W.D. 80057 


« *< 


Engine 

Column--M 

149A110 Fuel Line 
8156A Fuel Tank 


68-97 


600W., 11|0V., D C MANUAL 


Generator 
Data #5055 


Control 

W.D. 80036 
8716B Outlet Box 


Engine 

140A2 Air Cleaner 

153A18 Manual Choke 

*1413324 Carburetor (Use 

*Carb» #141B334) 


8088A Cylinder Block 

149A110 Fuel Line 

8089 Intake Manifold 

(Separate) 

8916A Carrying Handle 


* See Accessory Section for Parts. 




40 GENERATOR SECTION 

1C SERIES 

CONTAINS THE FOLLOWING- 

GENERATOR DATA FOR 1C SERIES UNITS. 

GENERATOR MODELS ARE LISTED BY NUMBER, LETTER 
.SEQUENCE. PARTS MOST OFTEN REQUIRED ARE LISTED 
IN COLUMNS ACROSS THE PAGE FROM EACH MODEL. 
REFERENCE MARKS APPEARING WITH ANY COLUMN , 
MODEL OR PART SHOULD BE CHECKED AGAINST THE 
CORRESPONDING FOOTNOTES. ANY PART REQUIRED 
BUT NOT LISTED HERE SHOULD BE REFERRED TO THE 

FACTORY ALONG WITH THE MODEL AND SERIAL NUMBER 


OF THE UNIT. 



GENERATOR SECTION 
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42 CONTROL SECTION 

1C SERIES 

CONTAINS THE FOLLOWING- 

control PARTS FOR 1C SERIES MODELS 
ALL W.D. (WIRING DIAGRAMS) LISTED UNDER THE HEADING 
OF CONTROL IN THE MODEL DATA SECTION CAN BE LOCATED 
iN NUMERICAL ORDER IN THE CONTROL SECTION, ALL MAJOR 
PARTS HAVE BEEN LISTED. WIRING DIAGRAMS SHOWING THE 
LOCATION OF EACH PART WILL BE SENT TO CUSTOMERS RE¬ 
QUESTING ONE BY W.D. NUMBER. 

THE CONTROLS COVERED IN THIS SECTION ARE ENGINE 
CONTROLS ONLY AND ARE NOT TO BE CONFUSED WITH THE 
SEPARATE AUTOMATIC CONTROLS USED WITH SOME UNITS. 



CONTROL SECTION 

1C SERIES 

WIRING DIAGRAMS WIRING DIAGRAMS 


80034 

Box Assembly, Outlet 

80047 

301A250 

314A14 

330-16 

Cover 


323-48 

Receptacle (2) 

80049 

508-8 

Rubber Grommet 

301B400 

8743A 

80035 


312A17 

Ignition Circuit Only. No Control 

308-2 

Parts Involved. 

8706 

8753 

80036 


8781 

523P48 

Receptacle (2) 

18735 

323-91 

80038 


323P48 

Ignition Circuit Only. No Control 


Parts Involved. 

80051 



~ 314A14 

80039 



fm 

Control Box 

80052 

323-23 

Receptacle (3) 

301B400 

322A22 

Pilot Light Guard 

314A14 

322-21 

Pilot Lig* Receptacle 

312A15 


304-51 

80040 


301C159 

301B400 

Box 

323P48 

304-121 

Resistor (10 Ohm) 

312A16 

8743A 

Start-Stop Switch 


8753 

Start Relay 

S12A17 

308-2 

Hi-Low Charge Switch 


304-16 

Resistor (2. 5 Ohm) 

8753 

80040-24V 

Charge Relay (Include 

308-2 


Model & Serial No. of 

Unit.) 

8706 

80053 

80041B 


~ “301A652 

8693 

Outlet Box 

301C153 

323P23 

Receptacle (2) 

322-21 


322A22 

80044 


323-23 

323P23 

Receptacle 


S03-28 

Rheostat 

80054 

302-55 

Voltmeter 

814A14 

302P60 

Ammeter 


8787 

Tobe Filter 

80056 

321-27 

Fuse 

301C189 

321P7 

Fuse Post 

301B161 



332A18 

80045 


323P4E 

301B400 

Box 

323-91 

8743A 

Start-Stop Switch 

312A16 

8753 

Start Relay 

302-95 

312A17 

Condenser (.5 Mfd.) 

305-17 

308-2 

Hi-Low Charge Switch 

18735 

8706 

Charge Relay 

304-51 

304-51 

Resistor (1.5 Ohm) 

312A17 

80046 


8743A 

77401 

Condenser 

308-2 

323P48 

Receptacle (2) 

80058 


Radio Frequency Choke Coil 


Box 

Start-Stop Switch 
Condenser (.5 Mfd.) 
Hi-Low Charge Switch 
Charge Relay 
Start Relay 

Receptacle Box and Panel 
Jack, Receptacle 
Receptacle (4 Wire) 
Receptacle (2) 


Radio Frequency Choke Coil 


Control Box 

Radio Frequency Choke Coil 
Condenser (. 1 Mfd.) 

Resistor 
Receptacle Box 
Receptacle (2) 

Condenser (.01 Mid.) (in Recept. 
Box) 

Condenser (. 5 Mid.) (Between 
Battery Terminal Posts) 

Start Relay 

Hi-Low Charge Switch 
Charge Belay 


Box Mounting Base 
Receptacle Box 
Pilot Light Receptacle 
Pilot Light Receptacle Guard 
Receptacle (S) 


Radio Frequency Choke Coil 


Control Box 
Control Box Mtg* Base 
Terminal Block {4 
Receptacle (2) 

Receptacle (4 Wire) 

Condenser (. 01 Mfd) on Recept. 
Current Transformer 
Rectifier 
Receptacle Jack 
Resistor (1.5 Ohm) 

Condenser (. 5 Mfd.) (Between 
Battery Terminal Posts) 
Start-Stop Switch 
Hi-Low Charge Switch 
Start Relay (Incl. Model & Serial 
No. of Unit) 

Charge Relay (Incl. Model & 
Serial No. of Unit) 


80056 




CONTROL SECTION 

44 ' -l£ SERIES* 


WIRING DIAGRAMS 


80057 


301C34 

Receptacle Box 

323P48 

Receptacle (2) 

312-18 

Condenser (.01 Mfd,' 


for 230V,. Models 

S12A15 

Condenser (: 1 Mfd.) 


. for 115V; Models 

80061 


3G1C254 

Control Box & Cover 

301B255 

Control Box Panel 

303-28 

Rheostat 

302-49 

Voltmeter 

302-61 

Ammeter 

77405 

Filter 

323-23 

Receptacle 

321-6 

.Fuse 

321P7 

Fuse Post 

80063 


301C277 

Receptacle Box 

302-182 

Voltmeter 

323-48 

Receptacle (2) 

80064 


301C306 

Control Box 

8788 

Filter 

323P23 

Receptacle (2) 

301A652 

Box Mounting Base 


WIRING DIAGRAMS 

81004 

302-66 Ammeter 

312A27 Condenser (1) Battery Terminals 

(1) Output Terminals 
307B86 Reverse Current Relay 

308A28 Start Switch - t 

302-64 Ammeter ' 

8605 Box 

8722 Box Mtg, Base 


81006B 

8695 Control Box 

8722 Control Box’Mtg, Base 

307-77 Reverse Current Relay 

308A28 Start Switch 

302A81 Amtneter 

312A27 Condenser (Battery Terminal 

Posts) «5 MM, 

312A27 Condenser (Output Terminals) 

,5 MM. 

81007 

8698 Control Box 

302P60 Ammeter 

. 8709 Reverse Current Relay 

312A27 Condenser (. 5 Mfd,) on 

. Output Terminals 
308A28 Start Switch 



80065 

301C312 Receptacle Box 

323-11 Receptacle (2) 

323-12 Receptacle (2) Plugs 

81000 

Ignition Circuit Only. No Control 
Parts Involved. 


81001 | 

"”§698 Control Box 

302P60 Ammeter 

308A28 Start Switch 

8709 Charge Relay 

312A27 Condenser (. 5 Mid,).... 

on Load Terminals 

81003 

8695B Control Box 

8722 Control Box Mtg. Base 

305B29 Voltage Regulator 

307-85 Reverse Current Relay 

312A27 „ Condenser (.5 Mfd.) on 
| Ammeter 

3Q8A28 Start Switch 

, 302A62 Ammeter 

8792 Resistor (25 Ohm) 


81008 

Ignition Circuit Only. No Control Parts 
Involved. 

81009 

8685 Control Box 

8685B Control Box Cover 

8685A Control Box Assembly 

77405 Filter ‘ 

308A28 Start Switch 

302A62 Ammeter 

312A17 Condenser (. 5 Mfd.) 

8708 Reverse Current Relay 

8692D Control. Box.Cover Bracket 

7903B Filter Bracket 

312B17 Filter Condenser - Left Hand 

332A253 Start Switch Bracket , 


81010 ; 

8692 Control Box 

8722 Control Box Mtg. Base. 

8692D Control Box Mtg. Bracket 

307A85 Reverse Current Relay 

8691 Radio Frequency Choke Coil 

77401 . Condenser (4 Mfd.) on Choke Coil 

312A57 Condenser (1 Mfd,) on Reverse 
Current Relay 
308A28 Start Switch 

302A62 Ammeter 







CONTROL SECTION 

1C SERIES 


WIRING DIAGRAMS 
81011 

S692B Control Box 

8722 Control Box Mtg. Base 

8689 Radio Frequency Choke 

Coll 

312A57 Condenser (1 Mfd.) 2 on 

Choke Coil 
308A28 Start Switch 

302A61 Ammeter 

76912 Reverse Current Relay 

81012 

8729 Box 

323-109 Receptacle (10 Amp.) 

AC Output 

323P23 Receptacle (20 Amp) 

DC Output 

81013 

8695C Control Box 

312A27 Condenser (. 5 Mfd.) 

302A62 Ammeter 

307B85 Reverse Current Relay 

308A28 Start Switch 

8722 Box Mtg. Base 

81014 

8695C Control Box 

8722 Box Mtg. Base 

302-66 Ammeter 

8695CA Control Box Assy. 

308A28 Start Switch 
307B86 Reverse Current Relay 

312A27 Condenser (5. Mfd.) 

on Battery Terminal 
8722 Reverse Current Mtg. Brkt. 

81015B 

301C123 Control Box 

301B124 Control Box Bracket 

301B161 Control Box Mtg. Base 

77405 Filter (2) 

306-23 Changeover Relay 

302- 82 Voltmeter 

308-7 Ignition Toggle Switch 

302A62 Ammeter 

8753A Start Relay 

12822A Charge Relay 

303- 3 Rheostat 

308A28 Start Switch 

81016 

8695C Control Box 

307B77 Reverse Current Relay 
302A81 Ammeter 

308A28 Start Switch 


WIRING DIAGRAMS 
81052 

3G2A61 Ammeter 

8698 Box 

312A17 Condenser (.5 Mfd.) Battery 

Terminal Post 

312A27 Condenser (.5 Mfd.) Output 

Terminal Post 

8708 Reverse Current Relay 

308A28 Start Switch 

81054 

8698 Control Box 

302P60 Ammeter 

308A28 Start Switch 

8721 Charge Relay 

312A27 Condenser (. 5 Mfd.) 

Output Terminal 

81057 

8698 Control Box 

302-60 Ammeter 

308A28 Start Switch 

8709 Charge Relay 

312A27 Condenser (. 5 Mfd.) Output 

Terminal 

605A11 

307B85 Reverse Current Relay 

302-62 Ammeter 

308A28 Start Switch 

8695C Control Box 

8722 Box Mtg. Base 

605A12 

8698 Control Box 

302P60 Ammeter 

8709 Charge Relay 

308A28 Start Switch 




ains tHe tdLteWiMfe- 

ENGINE PARTS FOR 1C SERIES MODELS. 

ALL ENGINE PARTS ARE LISTED IN ALPHABETICAl. t)RDER 
(A THRU Z). 

‘the predominating noun Of ANy phrase has Always 
been listed first whenever more than ONE word 
describes any item, thus a exhaust vAlve SEAT 
INSERT IS LISTED AS: INSERT.,. ExRAuST VAlVE SEAT. 

.t'RE .#AiN HEADING CO LtiMRs ARRiV;'.. ' A 

E = Electric .SiAit-iCBMt A ISTARdr-s'i'bp 

% : BUTTON ON P LANT ,ONLY) , .. 

M = MANUAL START MODEL (PULL.ROPE) 

R = REMOTE START MODEL .(START, r stbp BUTTONS 
ON PLANT AND AT REMOTE STATION) 




ENGINE SECTION 



See Acceaeory Section For Parte, 








ENGINE SECTION 

1C SERIES 





ENGINE SECTION 

1C SERIES 




ENGINE SECTION 

tc smim 














ENGINE SECTION 

1C SERIES 





& 
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ACCESSORY SECTION 

!■ 1C SERIES ' 


CONTAINS THE FOLLOWING- 


COMPONENT parts FOR THESE ASSEMBLIES: 


CARBURETOR ASSEMBLIES 

O'NAN MAGNETO BACKPLATE ASSEMBLY 



54 


ACCESSORY SECTION 


XC SERIES 


ASSEMBLY NUMBERS 


-PART NUMBER 



CARBURETOR PARTS 


DESCRIPTION 


Axle, Float 


Body, Throttle (Not Sold Separately) 


Bowl, Fuel (Not Sold Separately) 


Cover, Bowl 


Gasket, Bowl Cover 
Gasket, Bowl Cover 


1*1*1 

n ho 

/v/v/ 


|ssbEH9I 

IBBBBBBBB8 

hhhhhhmI^I 

■nniiml 



Plate, Throttle 


t Z' For Complete Assembly, Use #141B334 


BBBBBBBBBB1 

HuuH IH H BUB HI 










































ACCESSORY SECTION 

1C SERIES 


CARBURETOR PARTS 


ASSEMBLY NUMBERS 


PART NUMBER 

DESCRIPTION 

h o 

IL 

flu 



11 

1) 


Plug, Bowl (1/8” Pipe) 



i 








141-70 

Plug, Bowl Drain | 


l 










Plug, Bowl Drain Channel 

1 











Plug, Main Jet Passage 

■1 

HI 

HI 








141-70 

Plug, Overflow Drain 


1 










Screw, Bowl Cover 



H 









Screw, Bowl to Body 

2 











Screw, Choke Plate (Replaces #141-68) 


2 










Screw, Choke Plate 



2 









Screw, Choke Plate 

1 











Screw, Choke Plate Lever Clamp (Replaces 












either Screw #14:1-88 or #141-75) 


1 










Screw, Cover Assembly (Repl. #141-75) 


HI 










Screw, Lever Stop (Use Screw #141-350) 


X 










Screw, Throttle Liever CIamp(Repl.#141-42) 


H 

H 









Screw, Throttle Plate 

1 











Screw, Throttle Plate 



2 




□ 





Screw, Throttle Plate (Repl. #141-68) 


2 










Screw, Throttle Stop (Included in Shaft and 












Stop Lever #141-65) 


H 

H 








141A160 

Shaft, Choke Plate (Use Shaft&Lever#141-440) 

Zj 

H 

H 









Shaft and Lever Assy., Choke 

1 


1 









Shaft and Lever Assy., Choke 


1 










Shaft and Lever Assy., Choke 

1 











Shaft and Lever Assy., Throttle 


n 

IH 

■ 








Shaft and Lever Assy., Throttle 

1 










141-142 

Spring, Choke Plate Return 

1 










141-67 

Spring, Stop Screw (Included in Shaft and 










IB 


Lever #141-65) 


in 

IH 

■ 






■ 


Valve and Seat, Fuel (Replaces Valve & Seat 

1 

□ 

r_ 






IH 

H 


#141-143) 

t .1 For Complete Assembly, Use #141BS34. 






















































ACCESSORY SECTION 


iC SUSIES 


assembly numbers 


CARBURETOR PARTS 


Isssi 


PAKT NUMBER I 


DESCRIPTION 



f i For Complete Assembly, Use #1418334. 


























ACCESSORY SECTION 

1C SERIES 


ON AN MAGNETO PARTS 

CBACKPLATE ASSEMBLY) 


ASSEMBLY NUMBERS 



DESCRIPTION 

£ 

mm 

m 

mm 

m 

m 

m 

m 

BSSSMBI 


■ 

■i 

■ 

■ 






n 


(Use Point Set #160-174) 

■ 

■ 








□ 

M 

Backplate, Magneto (Includes Breaker Spring 

■ 

■ 

■ 





■ 

■ 

■ 


Bracket and Screw) 

1 










IfKHH 

Bracket Assembly, Breaker Point-W/Wick 

1 











Bracket, Breaker Point (Use Bracket W/ 

m 

■ 

■ 









Wick #160A289) 

■ 

■i 

■ 








166A110 

Bracket, Breaker Spring (Included in Back- 












Plate) 

n 

■ 

■ 

■ 



■ 

■ 



160A137 

’►Bushing, Magneto Breaker Point 

a 

■ 

■ 

■ 

m 



■ 

■! 



Clamp, Spark Plug Lead (Models W/Round 



■ 









Hole Coil) 











ESSSSHHI 


■ 

■ 

■ 

M 





■ 

■ 


either Poleshoe) 


■ 

■ 

■ 


■ 

■ 

■ 

■ 

■ 

312A1 

Condenser, Magneto - 2 Mid, 

VI 

■ 


■ 


■ 

■ 

■ 

■ 

■ 


Kit, Magneto Poleshoe Replacement (Includes 

■ 

■ 

■ 

■ 

9 

■ 




n 



■ 

■ 




■ 

■ 


11 

H 


Lead, Magneto Condenser (Use Strap #160A144) 

■ 

■ 

5 

■ 

■ 


■ 



■ 

336A? 

Lead, Primary - 17” Long (Not included in 

■ 

■ 


■ 

■ 

B 

■ 


n 



Backplate Assembly - Order Separately) 

■ 

■ 

5 

■ 








See also Lead #336A8 . 


■ 


■ 

■ 

■ 





336A8 

Lead, Primary - 35” Long (Included in Back- 


m 

■ 


m 

■ 


H 

■ 

■ 


Plate Assembly) Adaptable to any Model 

n 

m 

■ 

■ 


■ 


■ 

■ 

■ 

167A1087 

Lead, Spark Plug 

n 



■ 







166A61 

♦Nut, Contact Screw (Included in #1028A Screw) 

n 


■ 

■ 

m 






160-174 

Point Set, Ignition 

n 



■ 


■ 

■ 


HI 

■ 

160A143 

Poleshoe, Magneto-Obsolete (UseKit#160KS87] 



m 

■ 

m 

■ 

■ 


■ 

■ 

160A368 

Poleshoe, Magneto (Use only W/Square Hole 

■ 

■ 

m 


■ 

■ 

■ 

■ 

■ 

■ 


Coil) 


■ 


1 

■ 

■ 

■ 

■ 

■ 

Hi 

518-49 


■ 

■ 

m 

i 

■ 

■ 

■ 

■ 


■ 


Backplate) 

* Included is Point Set #160-174 
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ACCESSORY SECTION 

1C SERIES 


OMAN MAGNETO PARTS 

(BACKPLATE ASSEMBLY) 


ASSEMBLY NUMBERS 


PART NUMBER 

DESCRIPTION 


Lj 

Ui 

Lj 

Lj 

Lj 

Lj 

u 

If! WBSKKM 

♦Screw, Contact - W/Nut (Includes Screw 












#160A25 and Nut #166A611 

1 










160A25 

♦Screw, Stationary Contact (Included in Screw 






■ 

H 

H 




#160A394) 

HI 

Bl 

HI 

Bl 

Bl 

H 

H 

H 



160A167 

Spacer, Coil-Fibre - (Used only W/Round 

■1 

■1 

HI 

HI 

Bl 

H 


H 




Bole Coil) 











160A367 

Spacer* Coil - Fibre (Use Only W/Square 












Hole Coil) 

1 










160A139 

Spring, Magneto Breaker Arm 

Bl 

■1 

I 

HI 

Bl 






160A144 

Strap, Magneto - Condenser to Point 

m 


HI 

HI 

Bl 






160A140 

Stud, Breaker Arm 

i 










160A270 

Wick, Gil (Felt) Included in Bracket Assy, , 












#160A289 

B 

B 

m 




H 

H 






B 

H 

H 

H 

■ 

H 

H 






m 

H 




H 







m 

H 

fl 

H 

Bj 

■ 







m 

H 

H 

H 


B 


■ 

m 




B 

■ 

H 



H 

H 

■ 

H 




■ 

Bl 

H 

H 


IH 

H 

■ 

H 

. i 



■ 

■ 

B 

■ 


■ 

■ 

■ 

IH 




:■ 





IH 


B 

IH 




■ 

H 


B 


IH 

■ 

m 

IH 


' • • 


r 

■ 

fl 

B 


r 

1 


LJ 



IB 

IB 

IH 

B 

B 




a 

■ 



■ 

IB 

B 

B 

B 




B 

H 



■ 

IB 

IB 

B 

■ 




B 

H 



r 

r 

r 

r 

■ 




m 

H 

■ j 


■ 

IB 

IB 

B 

H 




H 

H 



r 

r 

r 

B 

B 




B 

HI 



■ 

IB 

IB 

IB 

■ 




B 

m 


* Included in Point Set #160-174 
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CROSS REFERENCE LIST 
WARD MODEL TO ONAN MODEL 



This is a cross reference of the Montgomery Ward Model back to the 
original ONAN Model Number. Montgomery Ward Prefix Numbers and 
Letters Have Been Deleted so that only the basic Model Number remains. 


Example: On Ward Model 64MX-4921B, the Basic Number 4921B Has 
Been Listed. 


FOR 

WARD MODEL 

4909A. 

4909B. 

4910B.. 

4911A..... 

491 IB.. 

4919A.... 

4919B..... 

4920A. 

4921A....._ 

4921B.... 

4945A-1. 

4945B-1. 

4946A-1. 

4946B-1. 

9708.. . 

9712.. 

9746.. ... 


SEE 

ONAN MODEL 
.. 58S-4 

.. 58SAL-4 

.. 63SAL-10 

.. 68 
.. 68AL-10 

.. 66S 

.. 66SAL-10 

.. 48S-4 

.. 62S 

.. 62SAL-10 

.. 358-6 

.. 358AL-6 

., 358RS 

.. 358RSAL 
.. 358 

.. 358RS 

.. 68 


9761 


58S 



































tyod, Qenudne Onan Padid- and SedtUce, 'lee. 4fO*tA. 


r\ 


Onan Padid. and Sedoice Gented. On modi mojod 



diced. they ale tidied in the ciaddd^ied leotion o-jj 
the teiej%ho*ne didoctody.. See Gescedatodl-Glecidic, . 


Write the factory for a 
complete current listing of 
Onan World Wide Parts 

and Service Centers. 


















